ECHa 

Enforcement and 
Compliance History Online 


Civil Eriforcemept Case Report 

Civil Enforcement Case 


Basic Information 

Case Number: 03-2014-0051 

Case Name: BAYER CROPSCIENCE LP 

Case Category: Administrative - Formal 

Case Status (as of 12/31/2013): Final Order Issued 

Case Lead: EPA 

Court Docket Number: CAA-03-2014-0051 
DOJ Docket Number: — 


Relief Sought: Penalty 

Enforcement Outcome: Final Order With Penalty 

Headquarters Division: - 
Branch: — 

Result of Voluntary Disclosure? No 
Multi-media Case? - 

Enforcement Type: CAA 113D1 Action For Penalty 

Violations: — 


Penalties - Case Level 

Total Federal Penalty Assessed or Agreed To: $9,300 

Total State/Local Penalty Assessed: $0 

Total SEP Cost: $0 

Total Compliance Action Cost: $0 

Total Cost Recovery: $0 


Case Summary 

BAYER FAILED TO MONITOR THE VALVES IN TWO OF ITS PROCESS UNITS ON THE REOUIRED FREOUENCY AND 
ON TWO OCCASIONS FAILED TO RE-MONITOR A LEAKING VALVE WITHIN FIVE DAYS OF DETECTION IN 
VIOLATION OF THE NATIONAL EMISSION STANDARD FOR HAZARDOUS AIR POLLUTANTS APPLICABLE TO ITS 
PESTICIDE ACTIVE INGREDIENT MANUFACTURING FACILITY LOCATED IN INSTITUTE, WV. 


Laws and Sections 


Citations 


Law 

Sections 

Programs 

CAA 

112D, 

112 

MACT Standards, Hazardous Air 

Pollutants 


Title 

Part 

Section 

40 CFR 

63 

SUBPART MMM 

40 CFR 

63 

SUBPART H 


Facilities 


FRS Number 

Facility Name 

Address 

City Name 

State 

Zip 

SIC Codes 

NAIC 

Codes 

110043803676 

BAYER CROPSCIENCE LP, 
INSTITUTE 

RTE 25 8t 1 
64 

INSTITUTE 

WV 

25112 

1629 2819 2865 2869 
2879 9511 

311615 


Defendants 


Case Milestones 





























Defendants and Settlements 

In Complaint 

In Settlement 

BAYER CROPSCIENCE LP 

Y 

Y 


Related Case Documents 



Event 

Actual Date 

Final Order Issued 

12/31/2013 

Complaint Filed/Proposed Order 

12/31/2013 

Enforcement Action Data Entered 

01/15/2014 

Pollutants 


Pollutant Name 

Chemical Abstract Number 

Pyridine 

110861 


Related Activities 


Description 


Actual Date 


No data records returned 


Final Order 1 


Final Order Type: Administrative Penalty Order With or Without Injunctive Relief 
Final Order Name: BAYER CROPSCIENCE LP 
Linked Facilities (FRS ID): 110043803676 
Final Order Lodged Date: — 

Final Order Entered Date: 12/31/2013 
Enforcement Action Closed Date: — 

Actual Termination Date: — 

Penalties/SEPs/Cost Recovery Amounts 

Federal Penalty Assessed or Agreed To: $9,300 
State/Local Penalty Assessed: - 
SEP Value: - 

Compliance Action Cost: $0 
Federal Cost Recovery Awarded: $0 


Complying Actions 


Complying Action ID 


Category 


Description 


No data records returned 


Supplemental Environmental Projects 

_ Category 


SEP ID 


SEP Value 


Description 


No data records returned 


Pollutant Reductions 















































Pollutant 


Annual Amount 


Media Affected 


Resulting From 


Units 


No data records returned 











